ZENITH INTERSTATE NEWS CO., DULUTH, MINN. 


ST. LUKE'S HOSPITAL, DULUTH, MINN. 

This modern hospital is located on East 
First Street, in the eastern residential section 
of the city. It is situated only one and a half 
blocks from Lake Superior and some excellent 
views can be seen of Duluth-Superior Harbor, 
ship canal and aerial lift bridge. 
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